From: Stevenson, Allan (DPH) 

Sent: Thursday, March 08, 2007 3:29 PM 

To: Nassif, Julianne (DPH); Pribeck, Kristen (DPH) 

Cc: Salemi, Charles (DPH) 

Subject: Equipment wish list 

Attachments: Amherst Lab Equipment Wish List 2007.doc 
Attached is the Amherst wish list. You said think big. 

I am having trouble finding state vendors for some of these items, and it would be difficult to complete 
installation for the hood, A/C and security system before the end of the fiscal year. If you could help 
me to find vendors, I would appreciate it. 

The hood quote actually came from a UMass facilities planner, and it included upgrading the hood 
system for the entire building. Much of this work has since been taken care of, so if we get serious, I’ll 
see about getting another (less costly) quote. 

Cam 

Allan Campbell Stevenson 

Massachusetts Department of Public Health 

Western Mass. Public Health Center 

Amherst, MA 01003 

tel 413-545-2606 

fax 413-545-2608 

allan. stevenson@state.ma. us 
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